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In  the  above  article  the  following  changes  should  be  made, 
p.  153,  Section  1,  r.h.  column,  row  7:  should  read  “from  coal  containing  CO”, 
p.  157,  l.h.  column,  last  line:  replace  EEI  by  Edison  Electrical  Institute, 
p.  158,  r.h.  column,  row  2:  rended  should  read  rendered, 
p.  160,  l.h.  column,  row  52:  [18]  should  replace  (Yokata  et  al.,  1992). 
p.  167,  r.h.  column,  last  line:  should  read  “present  costs”, 
p.  168:  Fig.  1  and  Fig.  2  should  be  interchanged;  the  captions  are  correct, 
p.  168,  r.h.  column,  rows  25/26:  (World  Bank,  1994)  should  be  replaced  by  in  1994. 
p.  169,  Section  9,  l.h.  column,  rows  12/13:  (World  Bank  Atlas,  1994)  should  be  deleted. 
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